PART IV 

Private Advertisements and Miscellaneous Notifications 


Homoeopathic Medical Education Department 

NOTIFICATION 

No. 3345/E2/2005/GHMCT. 23rd October 2008. 

The following are the select list for Promotion to the 
Post of Senior Superintendent/Lay Secretary in the 
Homoeopathic Medical Education Department for the year 
2008-09 as approved by the DPC (Lower) held on 
7-10-2008. 

1. Sri P. J. Joseph 

2. Sri M. P. Rajan 
Government Homoeopathic 

Medical College, Dr. V. M. Janakikutty, 

Iranimuttom, Controlling Officer. 

Thiruvananthapuram-9. 


